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1.01 This section is reissued to include the 
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Character Storage Module, TP194650 
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minals. Since this is a general revision, mar- 
ginal arrows have been omitted. 


1.02 The location of each wiring diagram is 

indicated by its position in the index. 
The index also lists the subject matter of each 
wiring diagram, and its current issue. 


1.03 For wiring information concerning the 

mechanical units associated with the 
converter terminals, refer to the appropriate 
section. 
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